Chuck Removal and Installation — Precision Matthews models PM-1022V / PM- 
1030V Metal Lathes 
Warning! Be sure to disconnect machine from power source before starting any of the 
following operations. It is also always a good idea to cover the guideways with a piece of wood 
for protection from accidental drops. 


Step 1: Locate (3) hex nuts on the back of the spindle as shown below in Figure 1. Loosen them approx. 
% to % turn each. DO NOT REMOVE THESE NUTS COMPLETE, ONLY LOOSEN THEM 


Figure 1, Spindle Hex Nuts 


Step 2: Twist black knurled ring approx. 1/8 turn in the counter-clockwise direction, as shown in figure 2 
(Top of ring moves toward the front of the machine) — The chuck is now free to come off. 


Figure 2, Knurled Ring 


Step 3: Pull chuck towards the tailstock, and it will come free, as shown in figure 3 below. (It may be 
tight and require a light tap with a mallet) 


Figure 3, chuck removal 


To Install a chuck: 


Complete all steps above in the reverse order.BE SURE TO TIGHTEN HEX NUTS before re-connecting 
power and using machine. 


